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REF ID £ A 7 0 983 

RESTRICTED 

ARMY SERVICE FORCES 
Signal Security Agency 
WASHINGTON 25, D C 




3l J SIiT-3B 



26 September 19^5 



SUBJECT i Storage upace for SIGLaLY Terminal equipment 
THrtU : Chief, Equipment Branch 

TC; Chief, Security Livision 



1. It is expected that a nun be r of SIGOaLY ternunals nail be 
removed fro- service lr. the next few months ■ 

2. Present plans do not indicate any further use for these 
terminals and it is expected that approval to salvage the equipment 
will be forthcoming. 

3. In connection with the above, it is considered that this 
/.gqncy af folds the most secure space for storage while awaiting a 
decision for final disposal and it is currently reported teat the 
basement of ing 4 of "b" omlaing is available for tnis purpose. 



4. It is requesteu t. at approval to store these ter. anal units 
at mlington I all Station oe o tamed ana if & rante._, it is proposed 
to transfer to this Agency all terminals now or subsequently iemoved 
from service. 

5. In the event that a decision to salvage the discontinued 
units is reacned, it is recouimendea that the salvaged components be 
applied to the maintenance of the remaining system terminals, to 
Equipment Branch projects or a isposed of through regular salvage 
channels m the order shown. 
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n. lihS-TCK 

majoi , Signal Corps 

Equipment Branch 
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Declassified and approved for release bv NS A on 06-03-2014 pursuant to E.Q. 13529 
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REF ID : A70 983 





1DGS5-80 ( 26 September 194?) 1st Ind 

Any Security Agency f Washington 25, D, C«, 1 October 1945 

T0'» Control Officer, Army Security Agency 

It is requested that the basement of Wing Four of "B* Building' 
bo assigned to the Security Division for storage of equipment, as 
outlined in the basic coscuiri cation. 



/ 



it, G. JC!*I!3 

Colonel, Signal Corps 
Chief, Security i-ivieion 




